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MEMORANDUM FOR: Director, i =| 25X14 


FROM: James H. McDonald 
Director of Logistics 


SUBJECT : Delegation of Authority to Act as 
Contracting Officer (U) 25X1A 
REFERENCE : Memo dtd 5 Aug 77 to D/L fr D/E 
Subject: Request for D/A to Act as 
Contracting Officer for A/C and 
Electric Overhaul, I () 25X1A 
(OL 7 3558) | 


1. (C) In accordance with the reference, you are 
hereby authorized to act as contracting officer in the 
: execution of an architectural/engineering contract for 
onsite investigations and preparing the dasign for the 
replacement of air-con r Building 


2. (C) Expenditures under this contract are not 
to exceed $9,000 and are chargeable under Fan No. 7173- 
6001, cited as available in the referent memorandum, 


3. (C) Contract negotiation and administration 
shall be in accordance with the 
ment Regulation. Technical guidance relative to contract 
administration is available from the Chief, Real Estate 
and Construction Division, Office of Logistics. 


25X1C 


4. {(U) This delegation of authority expires at the 
conclusicn.of the project or not later than 30 September 
CHG? and Jeisubject;to. the: availability. of, funds in the 
amount indicated, e+ ™ a 


ILLEGIB 


R\VO gor 


“Is/ James H. McDonald 
James H. McDonald OL 7 BSS 8a 
| vs THE REKERAL COwNSEt. 
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